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VOLUME  TABLE  -/ 
for 

BLACK  CHERRY 
( Prunu s s erotina) 

Ashtabula,  Monroe,  Muskingum,  Perry,  Pike,  Portage,  Richland,  Ross  and 

Stark  Counties,  Ohio 


Merchantable  .Stem  to  a Variable  Top  Diameter  - INTERNATIONAL  Rule  (x11  Kerf) 
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l/  Trees  measured  by  J.  W.  Girard  in  2-inch  diameter  classes  and  in  10-  to 
16-foot  log  lengths  above  a 1-foot  stump  and  scaled  as  such.  Table  prepared 
in  1941  by  the  equation  method.  Coefficient  of  multiple  correlation  (R)  is 
.981.  Band  of  the  standard  error  of  estimate  is  87.2  to  114. S percent. 

Block  shows  limits  of  basic  data. 

The  total  estimated  gross  volume  of  single  black  cherry  trees  or 
stands  should  be  corrected  for  cull  (including  defect,  Streep,  crook,  shake, 
etc.)  by  a percentage  reduction.  This  percentage  should  be  determined 
locally  through  observing  the  cull  elements  and  through  experience  of  millmen 
as  regards  losses  from  rot,  shake,  etc.,  in  utilizing  this  species. 


R.  E.  Emmer 
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